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24 December 1963 


MEMORANDUM FOR: Executive Director-Comptroller 


1. The compressed schedule for | is 

approved. Please find out from Joe Carroll when we might 
appropriately put this floor show on for his key people. 

This would be in compliance with Mr. McCone's letter to 
McNamara suggesting cross fertilization to avoid unneces- 
sary duplication. 


2 . I think we should also try to get some of the key 
JFC3 people to hear this. 


3. 1 would appreciate recommendations as to just how 
to proceed from here, to include possible use of the audi- 
torium, size of audience, etc. , etc. 


STAT 


Marshall S. Carter 
Lieutenant General, USA 
Acting Director 


Distribution: 

Original - Executive Director -Comptroller 

\r^ DDCI 
L - KB. 


Approved For Release 2003/02/27 : CIA-RDP80B01676R001 300030006-1 




